VIKING COMPONENTS 


IntelHFIash USB 6 IN 1 READER 

RFL6N 1READ/U/7-02 

Reads and writes 
Compact Flash™ 


SmartMedia™, 
MultiMedia Card™ 
Secure Digital Card 
and Memory Stick 1 ' 


•Transfer files up to 
45 times faster via 
the USB 
connection 

• Easy plug and 
play installation 


► Compatible 
with Windows® 
and Macintosh 
operating 
systems 



Reads 6 Types of Media 




Retail Part Number 

RFL6N1READ/U 


An all-in-one solution for high-speed, bi-directional image and data transfer. 
Images and data can be downloaded quickly from flash memory cards used in 
many applications, including digital cameras and MP3 devices. At the speed of 
1.5M B per second, USB technology transfer rates are at least 50 times faster than 
the standard digital camera connection. IntelHFIash™ supports CompactFlash™, 
Memory Stick™, MultiMedia Card™, Secure Digital™ and SmartMedia™. 


Specifications 


Compact external design for portability 

Supports Compact Flash™ , Smart Media™ , 

MultiMedia Card™ ,Secure Digital Card™ and 

Memory Stick™ flash format 

Hot swappable for card insertion and removal 

without restarting your computer. 

Up to 5 times faster download than 

digital cameras with a USB connection 

Active LED indicating flash card usage 

Supports Windows 98(with USB support), ME, 2000, 

XP and 

MAC OS 10.1.2 (OS 10 and 10.1 are not supported 


Contact Viking Components 


For more information, or to order, 
call your Viking distributor 
or sales representative 


North America 

30200 Avenida De Las Banderas 
Rancho Santa Margarita 
California, USA 92688 
Phone:800-338.2361 
Fax:949-643.7250 

www.vikingcomponents.com 


Europe 

3200 Lake Drive, 
Citywest Business Campus 
NaasRoad •Dublin 24, Ireland 
Phone: + 353-1.466.0090 
Fax: + 353-1.466.0120 
www.viking.ie 


Host computer requirements: 
-Pentium®Level CPU 
-USB port 

-Windows 98(with USB support), M E, 2000 
orXP 

-MAC OS 10.1.2 (OS 10 and 
10.1 are not supported) 
Power supply: +5Vfrom USB port directly 
Data transfer rate: 1.5 M B/sec (max) 
Environment: 

-Operating temperature: 0°C to 70°C 

-Storage temperature: -40°C to 70°C 

-Relative humidity: 

-95% (max. without condensing) 


Pacific Rim 

146 Emerald Hill Road 
Singapore 229430 
Phone: + 65-235.8832 
Fax: + 65-235.1773 
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